68       DOCKETED
8503120697 Advises that review of 840710 Rev 2 to Tech Spec Change Request 104 re surveillance capsules will be discontinued due to possible need for further rev.Violation will not be noted if Capsule TMI1-B inserted in Crystal River Unit 3. STOLZ.J.F. Operating Reactors Branch 4. 85/02/20. HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 6pp. 29337:356-29337:361.
8503050360 Requests approval to use staged approach utilizing eddy current exarn following commencement of operation.to facilitate review of 850131 amend request to revise steam generator repair limit criteria.
WILSON.R.F.   General   Public   Utilities   Corp.   -   GPU   Service   Corp.   85/03/01. STOLZ.J.F. Operating Reactors Branch 4. 3pp. 29206:172-29206:174.
8503110257 Discusses recommendations of "Seismic Evaluation of Electrical Raceway Sys." Critical damping for bolted or riveted & weld structures & assemblies will be changed in updated FSAR.No Tech Spec changes required.
HUKILL.HJ.D.   General   Public   Utilities  Corp.   -   GPU   Service  Corp.   85/03/04. STOLZ.J.F. Operating Reactors Branch 4.17pp. 29287:111-29287:127.
8503080379 Responds to 850212 & 13 Itrs re Aamodt health study & resolution of certain issues prior to Unit 1 restart. Commission 850225 order,CLI-85-2,explains issues & discusses restart hearings.W/o encl.Served on 850307.
PALLADINO.NJ. Commissioners.  #185 918. 85/03/05. SPECTER.A. Senate.  1p. 29496:001-29496:074.
-8409120559 Forwards Aamodt motion for investigation of licensee repts of radioactive release during initial days of TMi-2 accident & postponement of restart decision pending resolution of investigation.W/o end. MILLS.WA Health Effects Branch (post 840429). 84/08/24. CALDWELL,G. Affiliation Not Assigned. 1p. 29496:075-29496:075.
8503110278 Forwards revised Pages 4-60,4-61,4-64 & 4-66 for inclusion in Rev 1 to Tech Spec Change Request 105 re shock suppressors (snubbers).Revs clarify Sec-
HUKILL,H.D. General Public Utilities Corp. - GPU Service Corp. 85/03/05. STOLZ.J.F. Operating Reactors Branch 4.1p. 29287:073*29287:077.
-8503110286 Revised Pages 4-60,4-61,4-64 & 4-66 to Rev 1 to Tech Spec Change Request 105 re shock suppressors (snubbers).
*   General Public Utilities Corp. - GPU Service Corp. 85/03/05. 4pp. 29287:074-29287:077.
8503110282 Forwards application for amend to License DPR-50, consisting of Rev 1 to Change Request 38,revising Tech Specs to define lift conditions & allowable areas of travel when loads in excess of 15 tons.per NUREG-0612.
HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 85/03/05. STOLZ.J.F. Operating Reactors Branch 4.1p. 29287:063-29287:072.
-3503110288 Application for amend to License DPR-50,consisting of Rev 1 to Change Request 38,revising Tech Specs to define lift conditions & allowable areas of travel when loads to be lilted in excess of 15 tons.Fee paid.
HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 85/03/05.  4pp. 29287:064-29287:067.
-0503110294 Proposed Tech Specs defining lift conditions & allowable areas of travel when loads to be lifted by fuel handling bldg crane in excess of 15 tons or between 1.5 tons.per NUREG-0612.
*   General Public Utilities Corp. - GPU Service Corp. 85/03/05. 5pp. 29287:068-29287:072.
8503140001 Summary of 850219 meeting w/iicensee in Bethesda,MD re technical basis for util 850131 request to revise repair limit for steam generator tubes.Meeting transcript & attendance list encl.
SILVER.H. Operating Reactors Branch 4. 85/03/05. Operating Reactors Branch 4. 11pp. 29374:197-29374:295.
-8503140002 Transcript of 850219 meeting w/licensee in Bethesda.MD re TMI steam generators.Pp 1-86. ? Commissioners. 85/02/19. 88pp. 29374:208-29374:295.
8503210269 Forwards Amend 105 to License DPR-50 & safety evaluation. Amend revises Tech Specs to add operability & surveillance requirements for backup in-core thermocouple display channels in response to NUREG-0737,ltem II.F.2. STOLZ.J.F. Operating Reactors Branch 4. 85/03/05. HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 4pp. 29479:344-29479:354.
-8503210275 Amend 105 to License DPR-50,revising Tech Specs to add operability & surveillance requirements for backup in-core thermocouple display channels in response to NUREG-0737, Item II.F.2. STOLZ,J.F. Operating Reactors Branch 4. 85/03/05. 5pp. 29479:348-29479:352.
-8503210278 Safety evaluation supporting Amend 105 to License DPR-50.
*   Office of  Nuclear  Reactor  Regulation,   Director.  85/03/05.  2pp.  29479:353-29479:354.
8503250057 Forwards safely evaluation re review of info requested on 840921 concerning loose & missing rolled plugs in TMI-1 steam generators.Continued operation w/ missing plugs will not result in significant safety concern.
STOLZ.J.F. Operating Reactors Branch 4. 85/03/05. HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 4pp. 29497:313-29497:322.
8503120098 Clarifies position on environ qualification for small-break LOCA radiation.per 850225 telcon.Based on empirical data from TMI-2 accident,in-core thermocouple extension cables qualified for 10.2 million rads.
WILSON.R.F.   General   Public   Utilities   Corp.   -   GPU   Service   Corp.   85/03/06. STOLZ.J.F. Operating Reactors Branch 4. 2pp. 29323:103-29323:104.
8503130351 Forwards application for Tech Spec Change Request 142 to License DPR-SO.providing addl requirements & clarification for maintaining DHR capability below 250 F reactor coolant temp to assure diverse DHR capability.Fee paid. HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 85/03/08. STOLZ.J.F. Operating Reactors Branch 4. !p. 29336:001-29336:016.
-8503130360 Application for Tech Spec Change Request 142 to License DPR-50,pro-viding addl requirements & clarification for maintaining DHR capability below 250 F reactor coolant temp to assure diverse DHR capability,
HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 85/03/08. 2pp. 29336:002-29336:003.
-8503130365 Proposed Tech Spec Change Request 142,providing addl requirements & clarification for maintaining DHR capability below 250 F reactor coolant temp to assure diverse DHR capability w/o reliance on administrative requirements. * General Public Utilities Corp. - GPU Service Corp. 85/03/08. 13pp. 29336:004-29336:016.
8503200461 Requests review & results of encl KP Richardson 850306 Itr in connection w/SuppI 5 to NUREG-0680 re alleged harassment of Parks.Ltr concludes that Items 2 & 3 go beyond Dept of Labor findings.
CLARK.P.R, General Public Utilities Corp. - GPU Service Corp. 85/03/12. DENTON.H.R. Office of NucSear Reactor Regulation, Director. 12pp. 29427:129-29427:140.
8503190276 Responds to NRC 841205 Itr re submission of reactor bldg purging si:rrrr!S-ry rept after first cycle of operation after restartRept will be submitted wiihin 120 cays following shutdown for Cycle 6 refueling.
HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 85/03/13. STOLZ.J.F. Operating Reactors Branch 4. 1 p. 29403:233-29403:233.
8503260285 Forwards evaluation of "Assessment of Risks to Safe Operation of TMI-1 Resulting From TMI-2 & Cleanup." Rept does not affect previous decisions. STOLZ.J.F. Operating Reactors Branch 4. 85/03/14. HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 6pp. 29518:114-29518:119.
8503250012 Requests further review of 840710 request for exemption from ASME Code Section XI pump & valve inservice testing requirernents.Analysis shows that isolation valve testing would not increase safety.
HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 85/03/19. STOLZ.J.F. Operating Reactors Branch 4. 12pp. 29494:137-29494:148.
8503290153 Requests withdrawal of Tech Spec Change Request 110 for rev of auxiliary & fuel handling bldg ventilation flow limits.in response to NRC 841213 Itr.Testing confirms that current Tech Spec flow limits adequate.
HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 85/03/25. STOLZ.J.F Operating Reactors Branch 4. 1p. 29560:068-29560:068.
Q. Inspection reports, IE Bulletins & correspondence
8503010117 FOIA request for documents re listed LERs & TMI SALP rept. BARFIELD.K. Public Citizen Litigation Group. 84/07/23. FELTON.J. Division of Rules and Records. 6pp. 29190:342-29190:347.
8503010202 FOIA request for all documents re worker radiation exposure at facility from 1979 to present.including insp repts, correspondence w/util officials.licensee radiological investigative & deficiency repts & contamination incidents. DETJEN.J..   FITZGERALD.S.   Philadelphia   Inquirer,   Philadelphia,   PA.   84/09/26. FELTON.J.M. Division of Rules and Records. 1p. 29190:193-29190:193.
8503010119 Further response to FOIA request for documents re 96 LERs & TMI SALP rept.Forwards documents listed in app.Documents also available in PDR. FELTON.J.M. Division of Rules and Records. 84/10/24. BARFIELD.K. Critical Mass Energy Project. 2pp. 29190:348-29190:362.
6503010209 Partial response to FOIA request for all documents re worker radiation exposure at facility from 1979 to present. App A documents available in PDR.Search continuing.
FELTON.J.M. Division of Rules and Records. 84/11/28. DETJEN.J., FITZGERALD.S. Philadelphia Inquirer, Philadelphia, PA. 16pp. 29190:194-29190:209.
8503060543 Ack receipt of 850128 Itr informing NRC of steps taken to correct violations noted in Insp Rept 50-289/84-34.
MARTIN.T.T. Region 1, Office of Director. 85/02/21. HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 2pp. 29248:119-29248:123.
-8503060555 Responds to 841227 Itr re violations noted in Insp Rept 50-289/84-34.Corrective actions:memo issued on 841024 to all security shifts enumerating communications sys available to alarm stations & listing offsite assistance methods. HUKILL.H.D.   General   Public   Utilities   Corp.   -   GPU   Service   Corp.   85/01/28. MURLEY.T.E. Region 1, Office of Director. 3pp. 29248:121-29248:123.
8502250807 IE Info Notice 85-916. "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503040371 Requests extension until 850402 to respond to 850201 investigation rept re 830722 proposed civil penalty.NRC order based on Commission 850213 meeting may have bearing on util response.
CLARK.P.R. General Public Utilities Corp. - GPU Service Corp. 85/02/27. TAYLOR.J.M. Director's Office, Office of Inspection and Enforcement. 1p. 29177:334-29177:334.
8503050242 Submits post-eddy current insp rept re status of tubes in Steam Generators A & B.No tubes repaired by kinetic expansion process.
HUKILL.H.D. General Public Utilities Corp. - GPU Service Corp. 85/02/27. STOLZ.J.F. Operating Reactors Branch 4. 1p. 29216:017-29216:017.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Go, of New York, Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westingnouse-Designed Solid State Protection Sys."
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co. of New York, Inc. 99pp. 29482:045-29482:143.